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EXHIBIT NO. ii 

FROM Bairc 


FOIAb3ip 
( 1 “ 


Baird-Atomic, Inc, 

(CONTRACTOR) 



ITEM 

no. : 

PART NO. 

1 . 

BA-AR44-306 

2. 

BA-AR44-427 

3. 

BA-AR44-439 ' 

4. 

BA-A5130E-14D 

5. 

BA-BR44-1 1 


TO CONTRACT NO.. 60-12 to Contract 

CONTRACTOR WARRANTS PRICES CONFORM THHE 

PRICE FORMULA IN EFFECT ON THE DATE OF THIS EXHil 

PRICES ARE FAIR AND REASONABLE ;THI$ EXHIBIT I 
HEREBY APPROVED IN THE AMOUNT OF I 417.2; 


PRESERVATION, PACKING •' 


NOMENCLATURE 

Eccentric, Lock Screw 
Weatherstrip Adhesive, 3M 
Thermostat 
Light, Dial Indicator 
Counter Assembly 


TOTAL THIS EXHIBIT 


UNIT PRICE 

TOTAL PRICE 

REMAR AS 

6. 96 

69.60 


1. 69 

8. 45 


8„ 66 

43. 30 


4. 50 

13.50 


35. 30 

282. 40 


BALANCE 

$32, 694. 33 

$32, 694. 33 


417. 25 

417. 25 

BALANCE 


$32, 277. 08 



- 


— mmerciaI — DELIVERY COMPLETED BY: 15 May i960 
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REV. i 
R D 393 M 


F0IAb3b1 
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from* WKKKUKKK 

TO: Atonic Inc 

THKCUGB: CUSTOMER HD 2 

FOIAb3b1 


Pile Nr. 8096 
Page 1 of 1 Pages 

Production List Nr. 60*12 to Contract Nr. 


FOIAb3b1 


ru* 

nL i Mr. 

_ Nooenciature 

Unit pack 

Qfcy 

Est. Cost Rftnsrks 

i{ aMMU.306 

Eccentric, lock screw 

EA 

IX) 

25-00 

2o M-ABfcMer 

Waatheratrlp adhesive, 3M 

Ttibe 

5 

10.00 

3* 

Tbemoetat 

Ed 

5 

10.00 

Bh-A5130B*3AB 

U&t, UHBUortor 

Ed 

3 

34.10 

5* BMftfcOlOM* 

arAMgr 

m 

6 

380. ho 


< 3HD: U April 66 
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